AMENDMENT NO. 2 MARCH 2022 
TO 


IS 2833 : 2019 ANILINE, TECHNICAL — 
SPECIFICATION 


( Second Revision ) 


[Page 1, Table 1, SI No. (iv) and SI No. (v)] — Substitute the following for 
the existing SI No. (iv) and (v) : 


‘SI Characteristic Requirement Method of Test, Ref to 
No. A 
Annex CI No. in 
IS 5299 
(1) (2) (3) (4) (5) 
iv) Assay, percent by nitrite value Min 99 A E 
Or 
Assay, percent by GC, Min 99.5 B — 


(Page 1, Table 1) — Insert the following NOTE below Table 1: 
‘NOTE — In case of disputes Assay by GC method to be considered as referee method’ 


(Page 2, clause 5.3.1, line 3) — Substitute ‘or’ for ‘and’. 


(PCD 26) 
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